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ALUMINUM  HOUSE  PAINT 

DIFFERS  FROM  ALL  OTHER 

ALUMINUM  PAINTS 


There  is  a  right  kind  af  aluminum  paint  for  wood,  and  un- 
fortunately there  are  many  wrong  kinds.  The  search  for  the 
right  kind  began  during  the  World  War  when  Government 
chemists  of  the  I  nited  States  Forest  Products  Laboratory 
at  Madison,  Wis.,  discovered  the  unusual  wood  protecting 
merits  of  the  then  little-known  aluminum  pigments  and 
began  looking  around  for  the  oil  or  vehicle  that  would  _ 
the  desired  results.  Other  laboratories  joined  in  this  inves- 
tigation. \lan>  formulas  and  types  were  tested  and  re- 
jected, tor  instance,  an  aluminum  painl  which  had  been 
entirely  satisfactory  and  had  given  outstanding  protei  tion 
when  used  on  bridges,  oil  tanks,  metal  roofs  and  other  hard 
surfaces  proved  wholly  inadequate  when  used  on  wood, 
failing  to  adhere  to  and  protecl  it.  Bui  some  aluminum 
paints  proved  much  better  than  others.  It  was  noticed  that 
<me  kind,  in  test  after  test  on  laboratory  panels  and  on 
actual  houses,  gave  consistently  superior  performance.  It 
outlasted  all  the  other  kinds  of  aluminum  paint,  but  it  did 
more  than  this.  It  proved  to  be  head  and  shoulders  ah 
every  kind  of  pigmented  house  paint  then  on  the  market. 
Continued  research  and  testing  have  improved  it  and  made 
it  suitable  for  use  under  more  widely  different  conditions. 
Vt'ter  L5  years  of  unceasing  elVort,  this  new  but  time-pro\ed 
product,  with  a  new  and  distinctive  name,  is  made  avail- 
able as  Uuminum  House  Paint. 

The  difference  between  Uuminum  House  Paint  and  other 
types  of  aluminum  paints  lies  chiefly  in  the  properties  of 
the  drying  oils  and  resins  used  in  making  the  paint  and  in 
the  much  greater  elasticity  of  the  dried  Glms.  \  fact  some 
home  owners  have  failed  to  appreciate  is  that  the  proved 
advantages  of  aluminum  paint  on  wood  are  realized  only 


when  the  paint  is  one  designed  strictly  for  lumber  prim- 
ing. The  paint  film  must  be  elastic  so  that  it  will  not  be 
broken  by  the  expansion  and  contraction  of  the  wood;  it 
must  be  well  bodied,  so  that  a  film  of  sufficient  thickness 
will  be  applied;  and  it  must  be  suited  to  the  peculiarities 
of  wood  surfaces. 

The  Aluminum  House  Paint  formula  does  take  into  con- 
sideration all  the  peculiar  properties  of  wood  surfaces.  In 
the  preparation  of  the  vehicle  there  have  been  none  of  the 
compromises  and  modifications  made  which  are  necessary 
in  the  usual  so-called  "general-purpose"  aluminum  paint- 
While  such  "all-purpose"  paints  are  sometimes  recom- 
mended for  use  on  wood,  it  will  be  safer  to  specify  or  buy 
Aluminum  House  Paint  first  coater.  Figure  1  definitely 
demonstrates  this  fact. 


Figure  1.  The  difference  in  durability  on  wood  between  Alu- 
minum House  Paint  (bottom  pami  ami  a  good  quality  gen- 
eral-purpose aluminum  paint  top  panel)  is  shown  by  these 
two  painted  }  ellow  Pine  boards  exposed  to  the  weathei 
four  years.  The  general-purpose  paint  was  not  elastic  a 
tough  enough  to  withstand  the  shrinking  and  s writing  <>f  th* 
I  surface. 


ALUMINUM  HOUSE  PAINT 

DIFFERS  FROM  OTHER 

PRIMING  PAINTS 


Sunlight,  rain,  wind,  and  rapid  temperature  variations  are 
ceaseless  in  their  efforts  to  break  down  house  paint  coat- 
ings. The  necessary  cost  to  the  home  owner  of  periodic  re- 
newal of  these  coatings  represents  a  substantial  tax  on  his 
investment.  By  lengthening  the  time  between  repaintings 
the  burden  of  such  an  important  item  of  maintenance  can 
be  greatly  reduced.  It  has  been  well  established  that  this 
desirable  result  is  secured  through  the  use  of  Aluminum 
House  Paint  and  two  high  quality  house  paint  topcoats. 

Aluminum  House  Paint  is  a  recognized  superior  primer 
for  lumber  chiefly  because  the  fine  aluminum  flakes  that 
make  up  its  pigment  act  to  protect  the  long-lived  vehicle 
and  give  permanence  to  its  initial  high  moisture  proofing 
properties  and  elasticity. 

The  metal  flakes  of  the  aluminum  pigment  protect  the 
vehicle  because  they  "leaf";  that  is,  they  are  arranged  in 
more  or  less  parallel  overlapping  layers  like  shingles  on  a 
roof  or  like  a  pile  of  tree  leaves.  Figure  2  which  is  a  highly 
magnified  cross  section  of  an  Aluminum  House  Paint  film 
shows  this  arrangement  clearly.  The  surface  layer  of  metal 
particles,  assisted  by  the  underlying  layers  keeps  sunlight 
from  attacking  the  binder  and  helps  the  vehicle  to  retain 
its  original  elasticity.  These  same  flakes  reduce  the  passage 
of  moisture  through  the  film  by  forcing  it  to  follow  a  long 
round-about  path  in  order  to  reach  the  wood  surface. 

The  pigments  in  other  types  of  wood  primers  are  granular 
and  because  they  transmit  and  absorb  sunlight,  these  pig- 
ments are  distinctly  less  protective  to  their  vehicle  binder. 
(See  Figure  3.)  Granular  pigments  because  of  their  shape 
offer  less  obstruction  to  moisture.  For  this  reason,  paints 


Figure  2.  Highly  magnified  cross-section  of  an  alum  mum 
paint  film  showing  how  the  metal  jTujmefd  flakes  arrange  th< 
selves  in  more  or  less  parallel  layers  thai  make  water  vapor 
follow  a  long  around  about  path  in  penetrating  through  tht 
film.  The  thin  line  at  ihe  top  is  (he  "leafed"  surface  of  metal 
flakes.  The  heavy  line  at  the  bottom  of  the  film  u  the  surface 
on  which  the  paint  teas  applied.  The  dart 
is  Ihe  vehicle. 


containing  them  will  possess  a  lowei  efficiency.  Similarly  it 
common  knowledge  thai   a   pile  of  gravel  may  be    > 

through  much  more  quickly  than  a  pile  of  tree  leav< 
'I  lie  comparative  in ifiul  moist  in<  ince  of  aluminum 

paint   and  other  coatings  that   are  frequent  I 

is  shown  in  Figure  1.  This  comparison  i-  based  on  data  ob 
tained  b>  the  Forest  Products  Laboratory  '"  i,v  studies 
<»n  the  use  of  paint  in  the  protection  of  wood. 

\  coating  to  he  effective  musi   :  other  propej 

besides  high  initial  moisture  ance.  Ii  musl   maintain 

tin-  essential  chara<  teristic  through  Ion. 
1  In-  actinia  |  he  sui  _•»,  th<   more  oi 

ransparei     ;   ^ments  oi  ordinal  >   primers  and  desi  i 
bj  chemical  action  the  flexibility  and  cohesion  0f  ifM.  bind- 
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Figure  3.  Comparative  resistance  of  a  paint  coating  to  the 
passage  of  sunlight  is  demonstrated  by  exposing  photographic 
paper  to  this  light  after  it  has  passed  through  the  paint  film 
applied  on  a  glass  panel.  The  more  sunlight  that  passes 
through  the  coating  the  darker  it  makes  the  photograph.  Note 
that  it  takes  five  coats  of  white  paint  to  equal  one  coat  of  Alu- 
minum House  Paint  in  excluding  light  ivhile  one  and  three 
'  white  paint  are  much  less  effective. 


Figure  I  I  i  isualization  of  the  comparative  amounts  of  water 
absorbed  by  wood  test  panels  painted  with  various  coatings. 
The  panels  were  exposed  to  95  per  cent  humidity  at  SO°F.  fur 
a  period  of  two  weeks. 
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Figure  5.   Two  steel  panels  exposed  to  intense  south* 
light  at  Houston.  Texas.  The  aluminum  painted  panel  (bottoi 

has  resisted  the  action  of  sunlight  and  is  free  from 
breaks.   The  other  panel  coated  with  a  high  grade  white  ho 
paint  deteriorated  by  checking  and  cracking  hi  'he  sun- 

light destroyed  its  elasticity. 


er.  Such  a  painl  film  chalks,  crack-,  and  crumbles  info 
dust  thai  has  no  moisture  resistance. 

I>ui   Aluminum  House  Paint   films  are  not   so  affected. 

The  vehicle  _inall\    elastic  and  remains  that    \Nii\    foi 

long  periods  because  ii    is  shielded  and  protected  !>>    the 
successive  I  the  metal  flakes  of  aluminum  pigm< 

light  naturally  a  t II >  take  its  i<.ll  on   Uumi- 

num  House  Paint,  but  the  breaking  down  pro*  you 

(iin  see  from  Figure  5,  is  much  slower  and  nowhere 

The  durability   shown  b>    Uuminum   llon-e  Paint    first 
ads  to  topcoat  i  ipplied  over  this  de<  i 


anchored  foundation.  These  topcoats  cling  tightly  to  the 
slightly  uneven  metal-like  surface  and  last  longer,  because 
the  oil  in  the  topcoats  is  not  absorbed  by  the  wood  and 
undercoat.  These  facts  have  been  proved  consistently  on 
thousands  of  houses,  as  well  as  in  laboratories,  over  the 
last  L5  years.  The  pictures  shown  in  Figures  6  to  11  are  in- 
dicative of  the  differences  in  topcoat  life  on  different  woods 
where  Aluminum  House  Paint  first  coaler  was  used  on  test 
panels  of  house  siding  in  comparison  with  an  ordinary  prim- 
er, exposed  under  the  same  conditions.  Figure  12  is  a  typi- 
cal example,  among  many,  of  the  results  obtainable  with 
Muminum  House  Paint  on  homes. 
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ALUMINUM  HOUSE  PAI\  I 

First  Coater  Lengthens 

Time  Between  Repainting 


Figure  7.  The  section  of  Redwood  siding  on  the  right  after 
four  years'  exposure  is  ready  for  repainting.  It  was  originally 
painted  with  three  coats  of  high  quality  white  house  paint. 
The  aluminum  primed  section  on  the  left  with  the  same  two 
le  topcoats  will  not  require  repainting  for  at  least  a  year. 
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The  ALUMINUM  HOUSE  PAINT 

System  Retards  Wood  \\ «  ithering 


Figure  9.  On  woods  difficult  to  protect  Aluminum  House  Paint 
is  the  most  efficient  first  coaler  that  can  be  used  because  its 
long  lasting  moisture  proofing  qualities  and  elasticity  prac- 
tically eliminate  wood  checking  and  cracking.  Compare  the 
aluminum  primer  system  on  left  with  three  mats  of  white 
paint  on  right  after  four  years'  exposure  on  Spruce  siding. 
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Figure   LO.  On  good  quality 
white  house  paint  {righl 

fail            I  ere  lo  the  dark  grc  wood?*  and  flak- 

i  'red  inthesearec  Thelefi  hand   <  ction  u  painted 

with  aluminum  and  tit*  topcoats.   Thii  paint 

lined  firmly  anchored  to  wood  band* 

II  in  (act. 
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The  ALUMINUM  HOUSE  PAINT  System 

Reduces  Repainting  Costs 


Figure  11.  The  cost  of  repainting  (he  aluminum  primed  South- 
Yellow  Pine  siding  at  the  left  will  be  less  than  for  the  same 
lumber  primed  with  white  paint  shown  on  right.  The  two 
white  topcoats  over  the  aluminum  first  router,  after  four  years' 
exposure,  are  still  adhering  firmly  and  present  a  good  surface 
for  repainting.  The  same  two  white  topcoats  over  the  while 
[winter  will  require  an  expensive  cleaning  operation  and  the 
lumber  will  have  to  be  reprimed. 
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THE  ECONOMY  OF  THE 

ALUMINUM 
HOUSE  PAINT  SYSTEM 


Comparisons  of  cost  between  different  painting  systems 
cannot  be  made  on  the  initial  expenditure  alone.  They  must 
be  based  first  on  the  length  of  time  before  repainting  be- 
comes necessary  and  second  on  the  difference  in  cost  of  the 
repainting  work — which  includes  the  all  important  cleaning 
operation. 

Based  on  these  factors  painting  costs  are  lowest  when 
Uuminum  House  Paint  is  used  as  a  primer  with  two  qual- 
ity topcoats.  This  truth  holds  good  even  when  comparisons 
are  made  with  the  two-coat  jobs  being  widely  publicized. 

As  has  been  clearly  demonstrated,  topcoats  last  longer, 
weather  more  uniformly  over  Aluminum  House  Paint.  The 
time  between  needed  repaintings  is  substantially  length- 
ened and  surface  preparation  held  to  a  minimum.  These 
facts  alone  save  the  home  owner  real  money  on  his  main- 
tenance work. 

But  further,  Aluminum  House  Paint  in  a  single  coat 
without  the  assistance  of  any  topcoats  will  outlast  two 
coats  of  ordinary  paint.  (See  Figure  13.)  Thus,  even  long 
after  topcoats  have  weathered  away,  Aluminum  House 
Paint  first  coater  still  continues  to  protect  the  lumber  and 
offers  a  good  surface  for  repainting.  Then  when  repainting 
time  does  come  around,  only  a  two-coat  job  is  required  to 
restore  the  original  appearance.  Repriming  should  not  be 
necessar>,  for  the  life  of  Aluminum  House  Paint  extends 
through  successive  repaintings. 

On  the  other  hand  a  two  coat  job  (Figure  14)  might  pos- 
sibly fail  in  such  a  way  as  to  make  necessary  complete  re- 
moval of  the  old  paint  by  burning  or  extensive  scraping 
and  scratchbrushing.  The  cost  of  this  labor  could  be  easily 
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iluminum  House  Paint  on   Yellow 

;  protection  after  tpOSUre 

ime  building  in  North  Carolina. 


Figure  L3b  >als  of  while  house  paint  on   Yelfow  P 

lumber  of ter  fow  "  Mobile,  Ala., 

lost' their  protective  qualities  allowing  the  wood  to  neat  her. 


as  much  as  the  pri<  e  ol  one  lull  coat  of  paint.  Often,  I 
a  two  coat  paint  job  not  only  lose^  its  <!»•,  orathc  ({tialities 
quickly,  but   also  Fails  to  protect   the  wood  surfa< 
weathering    It  cosl     a  lot  of  money  to  go  from  board  to 
board  puttying  up  deep  checks  and  cracks    h  costs  even 
more  to  replace  the  warped  and  wreathe]  dam  iged  »di]  s 
window   Frames  with  new    When  all  this  is  added  to  \\\r 
limited  life  of  1  t1   work,  t  he  initial  attrai  tiv< 

becomes  an  unprofitable  extras  a 

Three  i  o  it  tint  i-  the  minimum  requiremei 

good  protei  tion  and  reasonably  long  life    \  i  br<  ■  bite 

painl  job  is  n;»i  urall>  a  better  bu}  than  an)  iu at  w  Mir 

work.  The  owner  of  .1  building  who  specifies  the  Aluminum 

I  louse  Painl    \  item    I  ig  ures  6  to  12   can  1 afident  1 

1  obtaining  from  his  contra<  I  job  I  bal   is 

the  best  thai  money  can  bu)     a  job  that  0  ei   1         r  eight 
year  period  1    b>  far  1  be  most  economic  al.  Thi 
intended  onl)  foi  I  b<  >se  r  bo  must  ba  ^e  the  b    I    M  1 
v\ h< •  vv ishes  1 1 1  pr< A e(  I  bi  ford  n<»  less 


I  i-iirr    I  I.     \lurh   u  nrk   it  ill  \  to  put  tl 

this  building  in  >  ondilio) 
failure  of  this  tw* 

four  vrars. 


WHERE  TO  USE  THE 
ALUMINUM 

HOUSE  PAINT  SYSTEM 

Aluminum  House  Paint    fij  ei    is   as   outstandingly 

durable  prim*  i   and  will  produce  the  desired  results  when 
properh  usi  with  good  painting  practice. 

[ts  s  urse  recommended  on  all   kinds  "I   nen 

lumber.  It  i  illy  recommended  for  i1iom>  woods  that 

sent  some  paint  holding  difficulties,  such  as  Yellow  Pine, 

Fir.  Poi  Pine,  vpruce,  and  Hernia  k. 

The  Aluminum  House  Paint   system  is  widely   used  foi 

which  the  old  coating   have   been 

jure  15.    The  aluminum  first  coat  will 

-here  the  wood  grain   is  clearly    visible 

i  paint  and  where  the  wood  has  begun  to 

r,  showing  -rack  hecks  and  a  roughening  of 

s    W  itfa  this  nen  restored  surfai  e,  it  is  (hen 

ible  to  secure  a  qualit>   finish  bj   the  use  of  two  top- 

•nit . 

The  Aluminum  Hou  *    system  is  about    tin-  only 

stained  shingles,  where 
d  topcoats   are  desired      See   Figure    L6     The 
•   aluminum  pigment,  bo  effet  tive  in 
clud     -  _    l   ami  moisture,  also  serve  in  this 

•   the  stain  Iron,  "bl<         _     into  topcoats  and  dis- 

_   them.  The  chemical  action  of  creosote  does  not 

the  aluminum  primer,  and  long 

The  knots  in  lumbei  is  often  a  i  ause  of  earl) 

loration  of  the  finish  i  oats.    5 

mmended  pi  for  minimi/in-  the  effei  i 

pplj   Uuminum  House  Paint  and.  when 

good  quality    white 

ire  [hji  on.  It  is  important  that 
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Figure  15.  An  Aluminum  House  Paint  first  coater  is  needed 
where  the  old  paint  has  weathered  sufficiently  to  expose  (he 
wood  grain. 


Figure  16.  To  prevent  discoloration  of  light  colored  paints 
over  creosote  stained  shingles,  because  of  stain  "bleeding",  apply 
Aluminum  House  Paint  first  coater  and  after  one  week's  dry- 
ing time  follow  by  any  two  topcoats  of  light  colored  paint. 


Figure  IT.  Knots  in  lumber  are  in  effect  end  grain  exposed  in 

face  of  the  hoard.  They  are  frequently  saturated  with  pitch 
oil  soluble  resins.  Consequently,  they  give  difficulty  with 
paint  adhesion  and  paint  discoloration.  A  coat  of  Aluminum 
House  Paint  followed  by  white  shellac  on  (he  knot  area  oi 
often  proved  effective  in  eliminating  any  trouble. 


tin*  shellac  never  be  applied  directly  to  tin*  wood  because 
it  is  too  brittle  and  rna\  lead  to  flaking  of  the  entire  coat- 
it  the  kn 
I  nder  -ume  ad  i   will  give  satis- 

faction until  th<  es  of  the  difficulty  are  diso  ind 

1    Where  a  paint  coating  has  failed  by  the  blister- 
ling  of  i  rouble  often  is  not  n it  li 

the  kind  of  paint  n^-d.  or  ti  of  lumber.  (See 

It  is  probably  caused  bj  moisture   i  oming  through  tin- 
lumber  from  tin-  uu  I  should  !»«•  put  <>n  un- 

til the  -  the  moisture  is  found  and  eliminated  b 

arpenb 

diould   be  -and- 


_ 


•or-    ~ 


Figure  18.  When  paint  on  lumber  has  failed  by  localized  areas 
blistering  and  peeling  while  the  remainder  of  the  job  is  in  good 
condition  the  difficulty  is  probably  caused  by  moisture  coming 
from  behind  the  siding  and  saturating  it.  Do  not  use  Alumi- 
num House  Paint  or  any  paint  on  such  surfaces  until  the  con- 
dition that  caused  the  difficulty  has  been  corrected. 


up  coat  of  Aluminum  House  Paint  first  coater  applied  to 
the  exposed  wood.  Two  good  topcoats  can  then  be  put  over 
the  entire  job. 

Common  causes  of  premature  paint  failure  characterized 
by  localized  blistering  and  peeling  are  defective  flashing  and 
gutters,  lack  of  caulking  around  window  and  door  frames, 
dormers  or  chimneys.  Moisture  in  the  siding  may  also  come 
from  condensation  of  water  vapor  from  the  interior  of  the 
house.  Water  in  the  basement,  newly  plastered  walls,  gas 
fires  used  without  proper  flues,  humidifying  devices  used  to 
increase  water  vapor  in  the  air,  and  insufficient  ventilation 
of  attic  spaces  are  all  sources  of  moisture  in  the  siding. 

When  the  paint  on  a  building  to  be  repainted  is  still 
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Figure  19.  When  the  paint  on  a  strwcturt  u  still  sound  but 
requires  repainting  for  the  sake  of  appearance  Aluminum 
House  Paint  is  not  necessary. 


ind  and  no  checking  <»i'  ih»*  wood  has  occurred,  it  is  un- 
necessary to  use  an  Aluminum  House  Paint  first  coatei 
Figure  19.)  Two  coats  nf  -<>,>d  outside  paint  will  re- 
store the  original  new  appearance  and  give  ample  prote< 
tion.  Here  is  a  suggestion.  An  all-over  priming  job  ma>  not 
be  needed,  hut  the  use  of  Aluminum  House  Paini  on  such 
areas  as  window  sill-,  watei  table,  and  other  places  of  severe 

osure  will  keep  tin    appearam  e  of  the  house  uniform 
over  a  longer  period. 
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num  paste  pigment  must  be  used  since,  as  has  already  been 
pointed  out,  much  of  the  durability  of  this  primer  is  de- 
pendent on  the  protective  qualities  of  the  opaque  metal 
flakes  of  the  pigment. 

Raw  linseed  oil,  turpentine  or  naphtha  should  not  be 
used  under  any  circumstances  for  thinning  Aluminum  House 
Paint.  When  painting  badly  weathered  wood  it  may  be 
necessary  to  slightly  modify  the  paint.  In  this  case  boiled 
linseed  oil  may  be  added  in  amounts  not  greater  than  one- 
half  pint  per  gallon. 

Care  in  following  the  directions  for  mixing  as  given  on 
the  Aluminum  House  Paint  package  will  assure  a  better 


Figure  20.  Aluminum  House  /'am}  is  the  most  durable  coat- 
ing  that  ran  be  used  on  lumber.  The  top  panel  is  two  coats  of 
iluminum  House  Paint  after  6  years'  exposure  at  45°  angle 
facing  south.  The  bottom  panel  is  three  coats  of  highest  quality 
white  house  paint  after  3  years'  exposure  to  the  same  weather- 
ing conditions. 


aluminum  paint  that  is  easier  to  apply.  Be  certain  that  the 
mixing  container  is  clean  and  dry.  Stir  the  paint  occasion- 
ally during  application.  Always  cover  with  an  air-tight  lid 
when  not  in  use  to  keep  out  moisture,  dirt,  and  oxygen 
that  will  spoil  the  quality.  If  only  a  part  of  the  paint  is 
needed  at  one  time  it  is  important  that  the  same  propor- 
tion of  vehicle  and  pigment  that  are  present  in  the  original 
package  be  used  in  making  up  the  smaller  quantity. 

Apply  the  aluminum  paint  to  the  cleaned  wood  surface 
with  a  regular  paint  brush  and  brush  out  to  a  thin  film  us- 
ing minimum  pressure  and  a  minimum  number  of  brush 
strokes.  All  final  brush  strokes  should  be  made  in  the  di- 
rection and  toward  the  lap  of  the  previously  applied  paint. 
After  Aluminum  House  Paint  has  been  applied,  allow  not 
less  than  48  hours'  drying  time  before  putting  on  tin-  lir-i 
topcoat.  A  longer  drying  time  (up  to  one  week)  is  desirable 
if  the  work  permits. 

For  topcoats  use  only  recognized  high  quality  regular 
house  paint.  Apply  two  coats  over  the  Aluminum  House 
Paint  primer,  allowing  not  less  than  48  hours'  drying  time 
between  each  coat  of  paint.  The  paint  for  the  topcoats 
should  be  reduced  and  applied  just  as  recommended  by  the 
manufacturers  in  the  directions  given  for  the  use  of  their 
paints  for  second  and  third  coat  work.  Excessive  thinning 
of  topcoats  will  result  in  poor  hiding  and  lower  durabilif  > 
Aluminum  House  Paint  is  frequently  used  in  two  coat 
work  and  left  in  the  aluminum  finish.  Two  coats  of  Alu- 
minum House  Paint  have  double  the  life  of  three  coats  of 
other  types  of  high  quality  house  paint  even  on  Yellow  Pine. 
(See  Figure  20.) 

It  is  possible  to  tint  the  second  coat  of  aluminum  paint 
with  other  pigments.  Practically  any  colored  oil  pigment 
may  be  used  for  this  purpose  though  some  give  more  color 
change  than  others  depending  on  their  tinting  strength.  To 
obtain  strong  tints  the  proportion  of  aluminum  pigment 
should  be  somewhat  reduced.  The  mixed  tinted  paint  shoulil 
be  allowed  to  stand  48  hours  before  being  applied  in  order 
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to  secure  uniform  and  consistent  results.  The  tinting  pig- 
ments should  be  added  to  the  vehicle  and  thoroughly  in- 
corporated before  the  vehicle  is  mixed  with  the  aluminum, 
A  few  experiments  will  give  the  quantities  necessary  to  ob- 
tain the  desired  effect. 

Incidentally  the  durability  of  tinted  Aluminum  House 
Paint  will  compare  favorably  with  the  untinted  paint  pro- 
viding the  amount  of  aluminum  pigment  is  not  reduced 
more  than  20  per  cent.  The  permanency  of  color  of  these 
tints  is  dependent  on  the  resistance  to  fading  of  the  tinting 
pigment. 

The  pigments  which  have  been  found  to  give  the  best 
effects  are  as  follows: 

Prussian  Blue  produces  a  deep  blue  tint. 
Chrome  Green  produces  a  green  tint. 
Chrome  Yellow  produces  a  light  green  tint. 
Yellow  Ocher  produces  a  light  yellow  tint. 
Carbon  Black  produces  a  gun-metal  gray. 
Lead  Carbonate  produces  a  battleship  gray. 
Spanish  Iron  Oxide  produces  a  light  pink  tint. 
Toluidine  Red  produces  a  rose  tint. 
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ALUMINUM  HOUSE  PAINT 
and  the  CONTRACTOR  PAINTER 


The  value  of  the  advice,  suggestions,  and  skill  of  a  rep- 
utable painting  contractor  cannot  be  measured  in  dollars 
and  cents.  Through  his  experienced  help  real  money  will  be 
saved,  not  counting  the  elimination  of  the  worry  and  in- 
convenience that  can  so  easily  occur  when  a  major  painting 
job  is  undertaken. 

You  can  have  confidence  in  the  contractor  who  specifies 
Aluminum  House  Paint  as  the  first  coat  and  who  agrees  to 
use  only  the  highest  quality  topcoats  and  who  will  guaran- 
tee a  full  good  three-coat  job  without  skimping  or  short 
cuts.  A  very  low  bidder  may  hope  to  take  his  profit  out  of 
the  quality  of  the  finished  job.  But  among  the  other  bid- 
ders, you  will  probably  find  one  who  goes  much  further 
than  just  applying  ordinary  paint  in  the  selected  colors. 
This  careful  contractor  will  have  looked  over  your  build- 
ing and  determined  for  instance,  whether  a  caulking  job 
around  the  windows,  door  frames  and  gutters  is  required 
to  prevent  water  from  getting  behind  the  siding  and  causing 
premature  paint  failure.  If  a  caulking  job  is  necessary,  he 
will  have  included  this  important  item  in  his  total  price. 
He  may  also  indicate  the  need  of  minor  carpentry  repair 
work  that  should  be  done  and  make  this  cost  a  part  of  the 
contract.  He  will  have  agreed  to  putty  all  nail  holes,  cracks, 
and  other  blemishes  and  to  replace  the  putty  in  sash  where 
needed.  Cracked  or  broken  glass  will  be  replaced  as  an- 
other item  of  his  bid. 

As  part  of  his  regular  service,  he  will  protect  shrubbery 
(lose  to  the  house  with  drop  cloths.  Windows  and  fixtures 
will  be  left  clean  and  free  of  disfiguring  paint  droplets. 
You  will  be  assured  that  there  will  be  no  dirt  or  trash  left 
behind  after  the  job  is  completed.  The  details  of  the  agree- 
ment should  include  a  promise  to  visit  the  house  after  the 
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work  is  completed  to  obtain  the  owner's  assurance  that 
everything  is  satisfactory. 

The  painting  contractor  who  ofTers  this  kind  of  a  service 

is  "worthy  of  his  hire."  One  who  will  offer  these  things 

voluntarily  is  certain  to  deliver  them  without  being  watched 

or  pressed  to  do  them.  You  will  find  such  a  man  has  many 

tied  customers  who  will  be  glad  to  recommend  him. 

Specify  the  Aluminum  House  Paint  system  for  your 
home.  Choose  a  conscientious  contractor  to  apply  it.  You 
can  then  be  sure  of  securing  the  most  durable,  long-lasting 
paint  job  known,  and  can  be  confident  that  your  judgment 
has  been  confirmed  over  the  last  15  years  by  thousands  of 
r  home  owners. 
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